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NOTES 




New Carlisle PVC roofing system, 
including flashings and sealants to 
match front porch roofing. Install in 
strict conformance with 
manufacture's printed installation 
instructions. 



Completely remove and rebuild 
porch in its entirety. See details on 
dwg A-4, typ. 



Remove existing ramp in its entirely. 
Install new wood ramp Provide 
Fypon or equal railing system, & 1x4 
skirt boards , as indicated. See 
details on dwg A-4, typ. 



New light fixture to be selected, 
carry an allowance of $300 for 
fixture 



Remove all rust and flaking paint, 
sand and repaint. 


GENERAL NOTES 

At all locations where removal of existing items 
occurred, patch and or repair items and surfaces 
to match original and paint. 
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4)PROPOSED WEST ELEVATION 


Scale 3/16"= I'-O" 
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1 1/2” OD powder coated coated steel pipe, typ. 

1/2” OD powder coated coated solid steel pipe. All conne 
weld and ground smooth, typ. 


4”x4”OD powder coated coated solid steel flange w/ 2 h 
powder coated steel bolts, typ. 


10''x10” fypon post, typ. 


4x4 PT post at 8'oc, typ. 


ramp slope 1in12 max. 


1x4 fir decking, typ. 


2x8 PT joists @ 1'-4” oc, typ. 


Simpson joist hangers, typ. 


Simpson beam tie, typ. 


2x4 PT brace @ 2'-0” oc, typ. 


2x4 PT @ 2'-0” oc, typ. 


cont 2x4 PT 
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